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THIS IS UNEVALUATED INFORMATION 


The PI auen Ammunition Depot was located In a former German 
Army barracks in the a -ea ocoupied by the 112th Guards 
Rifle F.eeiment and the 87th Artillery Regiment. .his area 
was about three kilometers from the railroad station and 
about 20C maters from the outskirts of the town of Plauen. 
I believe that there was a textile faotory located about 
5 r ) maters from th« barracks area# 
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